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We Present 


The aristocrat of flowers for planting in 
your garden. No finer plants may be found 
for the same reasonable prices we are able 
to offer these choice flowers. 

We're proud of the fine looking plants we 
have and yow'll be proud to have them in 


your garden. 


Location aud Sel 
Partial shade and sun suits most varieties. 
They thrive best inasoilrichin humus. Oak 
leaf mold in generous quantity worked in 
the soul is the best form to supply humus. 
We carry for you what we consider the finest 


oak leaf mold available. 


CAMELLIAS 


ABUNDANCE 


Large double white—free blooming. 
1 gal. grafts, less 1 ft. @ 3.50. 


ADOLPH AUDUSSON 


Large rose red marked lighter. 
3 gal. 3 to 3% ft. @ 5.00. 


ADOLPH AUDUSSON RED 


Very large semi-double red. 
1 gal. grafts, less 1 ft. @ 4.50; 3 gal. 3 to 342 ft. @ 6.00. 


AITONI 


Large semi-double sandy pink. 
again 2itt.. (22.50. 


AKEBONO PINK 


Semi-double clear pink—fragrant. 
1 gal. less 1 ft. @ 1.00; 3 gal. 2 to 22 ft. @ 3.00. 


ALBA PLENA 


Early full double pure white. 
1 gal. 1 ft. @ 3.50; 1 gal. 2 to 2% ft. @ 5.00; 3 gal. 24 to 3 ft. @ 
10.00; 5 gal. 3 to 4 ft. @ 12.50; Tub Espalier @ 15.00. 


ALBA SPLENDENS 


Semi-double white waved petals. 
1 gal. grafts, 1 ft. @ 3.50; 3 gal. 3 to 314 ft. @ 6.00. 


ALBA SUPERBA 


Large semi-double white. 
1 gal. less 1 ft. @ 1.00; 1 gal. 112 to 2 ft. @ 3.50. 


ALBA FIMBRIATA 


(See Fimbriata) 


ALEXANDER NOWLIN 


Formal red flecked white. 
1 gal. 1 to 1% ft. @ 3.00; 11 ft. @ 3.50. 


ALTHAEAFLORA 


Semi-double red. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1% to 2 ft. @ 3.00; 3 gal. 2% to 3 ft. 
(@ 4.50. 


AMABILIS 


Single white with large yellow center. 
T gal. less 1 ft..@ 1.00; 1 gal. 1% ft. @ 1.75; 1 gal. 2 ft. @ 2.50; 
3 gal. 3 to 342 ft. @ 4.50; 3 gal. 4 ft. @ 6.00; Tub Espalier @ 15.00. 


ANITA 


Semi-double soft pink striped deeper pink. 
1 gal. graft 1 ft. @ 4.00. 


ANN LINDBERG 


Large deep rosy red. 
1 gal. 1% ft. @ 3.50; 3 gal. 2% to 3 ft. @ 6.50. 


ANN SYDENSTRICKER 


Semi-double red with white blotches. 
3 gal. 212 to 3 ft. grafts @ 6.50. 


APPLE BLOSSOM 


Single soft pink—fragrant. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1 ft. @ 1.25. 


ARIJISHI 


Early dark red—Carnation type. 
1 gal. 1% ft. @ 1.75; 3 gal. 3 to 3% ft. @ 5.00; 5 gal. 4 to 5 ft. @ 
10.00; Tub Espalier (@ 17.50; Boxed 4 to 5 ft. @ 25.00. 


ASPACIA 


Deep orange red with occasional white blotch. 
1 gal. less 1 ft. @ 1.50; 1 gal. 1 ft. @ 2.50; 3 gal. 3 to 3% ft. @ 5.00; 
3 gal. 32 to 4 ft. @ 6.50. 


AUGUSTA WILSON 


Double soft pink. 
Out for 1948. 


AUNT JETTY 


Large deep red—peony type. 
1 gal. less 1 ft. @ 1.50; 1 gal. graft 1 ft. @ 4.00. 


AURORA BOREALIS 


Large semi-double white streaked red. 
3 gal. 22 to 3 ft. @ 3.50. 


BEALI ROSEA 


Double deep pink. 
1 gal. less 1 ft. @ 1.25; 3 gal. 3 to 312 ft. grafts @ 6.00. 


BELLA ROMANA 


White with crimson stripes. 
1 gal. 1% ft. @ 2.00. 


BELLA ROMANA RED 


Solid rose red. 
1 gal. 11% ft. @ 2.00; 1 gal. 2 ft. @ 2.50; 1 gal. 2% to 3 ft. @ 6.00. 


BENTEN 


Large single red. 
1 gal. less 1 ft. @ 1.00. 


BESSIE McARTHUR 


Large semi-double clear pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 14 to 2 ft. @ 2.00; 3 gal. 3 ft. @ 5.00. 


BLACK PRINCE 


Double deep mahogany red. 
1 gal. 1% to 2 ft. @ 1.75; 1 gal. 2 to 22 ft. @ 2.50. 


BROWN’S RED 


Semi-double darkest red. 
1 gal. grafts 1 ft. @ 3.50. 


CAMPBELLI 


Double dark red. 
1 gal. grafts 1 ft. @ 3.00; 1 gal. grafts 1/2 ft. @ 4.00. 


CAMEO PINK 


Double soft pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1% to 2 ft. @ 2.00; 3 gal. 3 to 3% ft. 
@ 4.00. 


CANDIDISSIMA 


Large star shaped—pure white. 
1 gal. 1 ft. @ 1.75; 1 gal. grafts 1 ft. @ 2.50. 


CAPT. MARTIN‘’S FAVORITE 


Early imbricated deep pink marbled white. 
1 gal. grafts 1 ft. @ 5.00. 


CAPRICE 


Double high centered white. 
1 gal. grafts 1 ft. @ 3.00; 3 gal. 3 to 3% ft. @ 5.00. 


CARDINAL RICHELIEU 


Red peony type. 
1 gal. grafts 1 ft. @ 3.50; 1 gal. grafts 1 to 1% ft. @ 5.00; 3 gal. 
grafts 3% ft. @ 10.00. 


CARLOTTA GRISSI 


Very large orange crimson. 
1 gal. less 1 ft. @ 1.00; 1 gal. 12 ft. @ 2.00; 3 gal. 2 ft. @ 4.00. 


CATHERINE CATHCART 


Double imbricated soft pink—white spots. 
1 gal. less 1 ft. @ 1.00; 3 gal. 3 to 3% ft. @ 7.50. 


CELESTINE 


Clear rose pink—perfect form. 


1 gal. 1% ft. @ 2.50; 1 gal. grafts 1 ft. @ 5.00; 3 gal. 2 to 2% ft. 
@ 7.50. 


CHANCELLOR 


Pompon deep pink blotched white. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1 ft. @ 2.50; 1 gal 1% to 2 ft. @ 3.50; 
Brddinc tte (@ 6.50. 


CHANDLERI ELEGANS 


Large rose pink blotched white. 

1 gal. less 1 ft. @ 1.25; 1 gal. 1 ft. @ 1.75; 1 gal. 1 to 1% ft. @ 2.00; 
1 gal. 1% to 2 ft. @ 2.50; 3 gal. 2 ft. @ 5.00; 5 gal. 3 to 3% ft. @ 
10.00; 5 gal. 4 ft. @ 12.50. 


CHANDLERI FRANCINE 


(See Francine) 


CHANDLERI WHITE 


White Chandleri type. 
1 gal. grafts 1% ft. @ 5.00. 


CHEERFUL 


Double light red. 
1 gal. less 1 ft. @ 1.25; 1 gal. 14% to 2 ft. @ 2.00. 


CLAUDIA LEA 


Large single clear pink. 
1 gal. 1% to 2 ft. @ 2.50. 


CLEOPATRA 


Large cherry red with crinkled petals. 
1 gal. grafts 1 ft. @ 3.00. 


CLIMAX 


Huge double light pink. 
1 gal. 1% ft. @ 3.00; 3 gal. 2 to 2/2 ft. @ 5.00. 


Cc. M. HOVEY 


Very large cherry red marbled white. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1% ft. @ 1.75; 3 gal. 3 to 3% ft. @ 7.50. 


COLETTI MACULATA 


Blood red with white spots. 
1 gal. 1% ft. @ 3.00; 3 gal. 3 to 3% ft. @ 7.50; Tub Espalier @ 12.50; 
Tub Espalier @ 15.00. 


COMMUNIST 


Double dark red. 
1 gal. less 1 ft. @ 1.25; 1 gal. grafts 1/2 ft. @ 4.00; 3 gal. grafts 212 
to 3 ft. @ 6.00. 


CO ee Ree, 


Large double firey red. 

1 gal. less 1 ft. @ 1.50; 1 gal. 1 ft. @ 2.00; 1 gal. 1% ft. @ 3.00; 1 gal. 
2 ft. @ 4.00; 3 gal. 2% to 3 ft. @ 6.00; 3 gal. 3 to 4 ft. @ 12.50; 
Espalier @ 15.00. 


COVINA 


Semi-double cherry red. 
1 gal. less 1 ft. @ 1.00; 1 gal. 11 ft. @ 2.00; 3 gal. 2% to 3 ft. @ 3.50. 


CREPE ROSETTE 


Semi-double deep pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 2 ft. @ 2.50. 


CUP OF BEAUTY 


Semi-double red. 
3 gal. 2% to 3 ft. @ 5.00. 


DAIKAGURA 


Early double deep pink with light blotch. 

1 gal. 1 ft. @ 1.50; 1 gal. 1% ft. @ 2.00; 1 gal. 1% to 2 ft. @ 2.50; 1 
gal. 2 to 2% ft. @ 3.50; 3 gal. 2% to 3 ft. @ 5.00; 5 gal. 3% ft. @ 
10.00. 


DAIKAGURA RED 


Early double deep rose red. 
1 gal. 1% ft. @ 2.00; 1 gal. 142 to 2 ft. @ 4.00; Tubs 3 ft. @ 10.00. 


DAINTY 


Single soft pink—bell shaped. 
1 gal. grafts 1% ft. @ 3.50. 


DAISY BANKS 


Semi-double large pure white tissue. 
1 gal. less 1 ft. @ 1.75; 3 gal. 3 to 3% ft. @ 8.00. 


DAVE C. STROTHERS 


Large light single pink with crepe like petals. 
1 gal. grafts 1 ft. @ 3.50. 


DAVID GERBING 


Large semi-double pink. 
1 gal. grafts 1 ft. @ 4.50; 1 gal grafts 1/2 ft. @ 5.00. 


DAYBREAK 


Double soft pink—peony. 
1 gal. 1% ft. @ 2.00; 1 gal. grafts 1 ft. @ 3.50. 


DAWN (Sasanqua) 


Semi-double white with blush pink edges. 
1 gal. less 1 ft. @ 1.00. 


DEBUTANTE 


Finest of doubie soft pinks. 
1 gal. less 1 ft. @ 1.75; 1 gal. 1 ft. @ 3.00; 1 gal. 1% ft. @ 4.00; 5 gal. 
(@ 12.50; Balled 3 ft. @ 25.00. 


DERBYANA 


Double red—rosebud form. 
1 gal. 1% ft. @ 2.50; 3 gal. 3 to 3% ft. @ 5.00. 


DONKILARI (Callif.) 


Semi-double red—white blotches. 
1 gal. 1% to 2 ft. @ 3.50; 1 gal. grafts 1 ft. @ 4.50. 


DUCHESS OF SUTHERLAND 


Large open white—one petal blotched. 
3 gal. 3 ft. @ 5.00. 


DUNCAN BELL 


Large double orange red. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 2 to 2% ft. @ 6.00; 3 gal. 
grafts 3 to 32 ft. @ 10.00. 


ECSTASY 


Double medium large clear pink. 
iegalsiess| ft: @ 1.25. 


ELEANOR HAYGOOD 


Huge Pink Perfection type. 
1 gal. grafts 1 ft. @ 5.00; 1 gal grafts 1% ft. @ 8.00. 


ELENA NOBILE 


Brilliant flame red. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1% ft. @ 2.00; 3 gal. 2 ft. @ 3.50. 


ELIZABETH ARDEN 


Imbricated white with pink stripes. 
1 gal. less 1 ft. @ 1.25. 


ELIZABETH BOARDMAN 


Semi-double large pure white. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 1% ft. @ 7.50; 3 gal. 2 to 24 
ft. @ 10.00; 3 gal 3 ft. @ 12.50. 


ELLA DRAYTON 


Large double red. 
3 gal. 2 ft. @ 3.50. 


EMPEROR OF RUSSIA 


Large brilliant scarlet. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% ft. @ 2.00; 1 gal. 1% to 2 ft. @ 2.50; 
3 gal. 3 ft. @ 5.00. 


EMPEROR WILHELM 


Very large double red marbled white. 

1 gal. less 1 ft. @ 1.75; 1 gal. 1 ft. @ 3.50; 3 gal. 2% to 3 ft. @ 6.00; 
3 gal. 3 to 342 ft. @ 10.00; 3 gal. 3% to 4 ft. @ 15.00; Tubs Espalier 
(@ 20.00. 


EMPRESS OF INDIA 


Very large salmon pink. 

1 gal. less 1 ft. @ 1.00; 1 gal. 2 ft. @ 2.50; 1 gal. 3 ft. @ 3.00; 3 gal. 
3 to 34% ft. @ 5.00; 3 gal. 3% to 4 ft. @ 7.50; Espalier @ 12.50; 
Espalier @ 15.00. 


ENRICO BETONI 


Irregular medium pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 2 ft. @ 2.00; 3 gal. 3 to 3% ft. @ 6.00; 
Espalier @ 15.00. 


FANNY BOLIS 


Semi-double red with blotch. 
3 gal. 3 to 3’ ft. @ 5.00; Espalier (@ 12.50. 


FIMBRIATA ALBA 


Beautiful double white fimbriated petals. 
1 gal. less 1 ft. @ 2.00; 3 gal. 2% to 3 ft. @ 12.50. 


FIMBRIATA SUPERBA 


Semi-double deep flame red serrated petals. 
1 gal. grafts 1 ft. @ 5.00; 1 gal grafts 1% ft. @ 6.00; 1 gal. grafts 
1% to 2 ft. @ 10.00. 


FINLANDIA 


Large open white. 
1 gal. 1 to 1% ft. @ 2.00; 1 gal. 2 to 24 ft. @ 3.50; 3 gal. 2% to 3 ft. 
(@ 5.00. 


FIREBRAND 


Semi-double scarlet red. 
1 gal. 1% to 2 ft. W 4.00; 1 gal. 2 to 24 ft. @ 5.00; 3 gal. 2% to 3 ft. 
@ 6.50. 


FLAME 


Large semi-double deep vivid red. 
1 gal. less 1 ft. @ 2.00; 1 gal. grafts 1 ft. (© 4.50. 





FRANCINE 


Clear rose pink Chandleri. 

1 gal. less 1 ft. @ 1.50; 1 gal. 1 ft. @ 1.75; 1 gal. 1% ft. @ 2.00; 
1 gal. 2 to 2% ft. @ 3.50; 1 gal. 2% ft. @ 5.00; 3 gal. 22 ft. @ 5.00; 
5 gal. 3 to 3% ft. @ 10.00; 5 gal. 4 ft. @ 12.50. 


GEN. EISENHOWER 


Deep rose red. 
1 gal. @ 10.00. 


GEN. GEORGE PATTON 


Large double glowing pink. 
1 gal. @ 5.00; 5 gal. 3% ft. @ 15.00. 


GIANT RED 


Immense semi-double red. 


3 gal. 2 to 2% ft. @ 10.00. 


GIARDINO SCHMITZ 


Flesh flushed rose. 
1 gal. grafts @ 5.00. 


GIGANTEA 


Immense semi-double red mottled white. 


5 gal. grafts 34% ft. @ 15.00. 


GLEN 40 


Large imbricated double dark red. 
1 gal. grafts 1 ft. @ 5.00. 


GOSHOGURUMA 


Single deep velvety red. 
1 gal. 1% ft. @ 2.50. 


GOV. MOUTON 


Deep red marbled white. 
1 gal. less 1 ft. @ 1.25; 1 gal. 142 ft. @ 2.00; 3 gal. 112 to 2 ft. @ 5.00. 


GRANDIFLORA ROSEA 


Large semi-double clear rose. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1 to 1% ft. @ 1.75; 1 gal. 1% ft. @ 2.50; 
1 gal. 1% to 2 ft. @ 3.00. 


GUNNELLIE PINK 


Very large deep rose. 
1 gal. 1% to 2 ft. @ 2.50. 


Carbs ¥ 


Imbricated dark red. 
1 gal 2 to 2% ft. @ 4.00. 


H. A. DOWNING 


Very large vermillion red. 
1 gal. 2 to 2% ft. @ 2.50; 3 gal. 3 to 3% ft. @ 5.00; 
5 gal. 32 to 4 ft. @ 7.50. 


HENRY MIDDLETON 


Large semi-double dark red. 
1 gal. grafts 1 ft. @ 6.00. 


HERME (Jordans Pride) 


Light rose pink bordered white. 

1 gal. less 1 ft. @ 1.00; 1 gal. 1 ft. @ 1.50; 1 gal. 1% ft. @ 2.00; 1 
gal. 2 ft. @ 2.50; 1 gal. 2% ft. @ 3.00; 3 gal. 2% to 3 ft. @ 5.00; 
5 gal. 3 to 3% ft. @ 7.50. 


HIBISCUS 


Large single deep rose pink to red. 
1 gal. grafts 1 ft. @ 2.50 


HIGH HAT 


Shell pink Daikagura. 
1 gal. 1 to 1% ft. @ 10.00. 


HIS MAJESTY 


Deep rosy red—peony. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% to 2 ft. @ 3.00; 3 gal. 3 ft. @ 5.00. 


HOSHIGURUMA 


Medium size red. 
1 gal. less 1 ft. @ 1.00. 


HOSHINO HIKARI 


Double bright red—rose form. 
1 gal. 2 to 2% ft. @ 2.50. 


HUGH EVAN S(Sasanqua) 


Single pink. 
1 gal. 1% to 2 ft. @ 1.75. 


IL TREMENTO 


Large pink spotted white. 
1 gal. 2 to 2% ft. @ 4.00. 


IMPERATOR 


Large loose double red. 
Out for 1948. 


IMBRICATED RUBRA PLENA 


Double deep carmine. 
1 gal. less 1 ft. @ 1.75 


IMURA 


Extra large semi-double white. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1% ft. @ 2.00. 


JANNOCKS ROSITA (Red Perfection) 
1 gal. 2 to 2% ft. @ 3.50. 


JOHN ILLGES 


Large flat star shaped bright single red. 
1 gal. grafts 1 to 12 ft. @ 3.50; 3 gal. grafts 2 to 242 ft. @ 6.00. 


JORDAN’S PRIDE 


(See Herme). 


JULIA DRAYTON 


Very large cherry red. 
1 gal. 1 ft. @ 2.00; 1 gal. 2 to 2% ft. @ 3.50; 3 gal. 3 ft. @ 6.00. 


J. J. PRINGLE SMITH 


Regular semi-double very large red. 
1 gal. graft 1 ft. @ 6.00. 


KAGARIBI 


Deep crimson red—rose form. 
1 gal. less 1 ft. @ 1.25. 


KASUGA SHIBORI 


Immense double deep red mottled white. 
1 gal. 1 ft. @ 1.25; 1 gal. 1% ft. @ 2.50. 


KELLINGTONIA 


Deep red—peony. 
1 gal. less 1 ft. @ 1.25; 1 gal. 3 ft. @ 3.50; 3 gal. 3 to 32 ft. @ 5.00. 


KIKUTOGI 


Early double clear red. 
1 gal. 2 ft. @ 2.50; 3 gal. 3 ft. @ 4.00. 


KIMBERLEY 


Single brilliant red. 
1 gal. less 1 ft. @ 1.50. 


KUMASAKA 


Double deep rose pink. 

1 gal. less 1 ft. @ 1.50; 1 gal. 1 ft. @ 1.75; 1 gal. 1% to 2 ft. @ 2.50; 
1 gal. 2% ft. @ 4.00; 3 gal. 2% to 3 ft. @ 7.50; balled 3 to 4 ft. @ 
12.50: 


LADY CAMPBELL 


Double deep rose pink. 
1 gal. 1% ft. @ 1.75. 


LADY HUMES BLUSH 


Very double palest pink. 
1 gal. less 1 ft. @ 1.50; 1 gal. 142 ft. @ 2.50; 1 gal. 2 to 2% ft. @ 4.00. 


LADY JANE GRAY 


Double light pink blotched—peony. 
None for 1948. 


LADY MARY CROMARTIE 


Semi-double deep rose. 
1 gal. 2 to 2% ft. @ 3.50. 


LADY NANCY ADARE 


Semi-double pink with white border. 
1 gal. grafts 1 ft. @ 3.50. 


LADY OF THE LAKE 


Irregular large semi-double pure white. 
3 gal. 3 to 3% ft. @ 7.50. 


LA REINE 


Double imbricated red and white. 
1 gal. grafts 1 ft. @ 3.50; 3 gal. grafts 3 to 3% ft. @ 7.50. 


LAUREL LEAF 


Salmon rose marbled white—large full double. 
1 gal. 11% to 2 ft. grafts @ 5.00. 


LEONA BOLEN 


Large semi-double blood red. 
3 gal. 2 to 2% ft. @ 5.00. 


LOTUS (Grandiflora alba) 


Largest semi-double white. 
1 gal. 1 ft. @ 3.00; 1 gal. grafts 1% to 2 ft. @ 3.50; 3 gal. grafts 3 
ft. @ 10.00. 


LOUISIANA RED 
1 gal. less 1 ft. @ 1.50. 


LURIES FAVORITE 


Soft lavender pink—darker veins. 
1 gal. grafts 1 ft. @ 3.50. 


MAGNOLIAEFLORA 


Creamy white. 
Vegatod ft. (1.75; 


MAGNOLIAEFLORA PINK 


Large deep rose to blush. 
1 gal. 2 ft. @ 4.00; 3 gal. 2 ft. @ 5.00 


MARCHIONESS OF EXETER 


Deep salmon rose—peony. 
1 gal. 1 ft. @ 2.50; 1 gal. 2 ft. @ 3.00; 3 gal. 3% ft. @ 7.50. 


MARCHIONESS OF SALISBURY 


Deep red marbled pure white. 
1 gal. grafts 1 ft. @ 3.50. 


MARGARET HIGDON 


Large semi-double rose pink margined white. 


1 gal. less 1 ft. @ 1.50; 1 gal 2 to 2% ft. @ 4.00; 3 gal. 3 ft. @ 6.00. 


MARGHARITA 


Solid red—form of H. Coleoni, full double. 
1 gal. grafts 1 ft. @ 4.00. 


MARIAN MITCHELL 


Semi-double scarlet red. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 12 ft. @ 6.00. 


MARQUIS OF EXETER 


Flesh pink speckled deep pink—peony. 
1 gal. grafts 1 ft. @ 3.00; 1 gal. grafts 142 ft. @ 3.50. 


MARQUIS DE MONTCALM 


Rose pink—pine cone form. 
1 gal. grafts 1% ft. @ 3.50. 


MATHOTIANA ALBA 


Double pure white. 
3 gal. 3 to 3% ft. @ 6.00. 


MATHOTIANA ROSEA 


Very large rose pink to rose red, 
1 gal. 2 ft. @ 4.00. 


MATHILDA 


Imbricated pink. 
1 gal. less 1 ft. @ 1.50. 


MATSUKUSA 


Rose blended white—pine cone form. 
1 gal. 1 to 1% ft. @ 2.50. 


MEREDITH LAKE 


Semi-double blush pink. 
1 gal. grafts 1 ft. @ 5.00. 


MIKENJAKU (Candida Elegantissima) 


Immense deep rose speckled white. 
1 gal. 1 to 1% ft. @ 2.00; 1 gal. 14% to 2 ft. @ 3.00; 3 gal. 2 ft. @ 5.00. 


MME ADELE 


Large rose pink—yellow stamens intermingled. 


1 gal. 1% ft. @ 2.00. 


MME JANNOCK 


Semi-double pink and white. 
1 gal. less 1 ft. @ 1.00; 3 gal. 3 to 34 ft. @ 5.00. 


MME MAINTENON 


Semi-double light pink. 
1 gal. grafts 2 ft. @ 5.00; 3 gal. grafts 3 ft. @ 7.50. 


MOMIJIGARI 


Semi-double red—rose form. 


1 gal. 2 to 2% ft. @ 2.50. 


MONARCH 


Large deep pink. 
1 gal. 1 ft. @ 2.00. 


MONJISU RED 


Dwarf semi-double cherry red. 
1 gal. 1 to 1% ft. @ 2.50; 1 gal 1% to 2 ft. @ 4.00. 


MONJISU VARIEGATA 


Cherry red striped white. 
1 gal. 1 ft. @ 2.00. 


MORAGNE 


Large semi-double dark red. 
1 gal. grafts @ 6.00. 


MRS. CHAS. COBB 


Double darkest red. 
1 gal. less 1 ft. @ 1.50; 1 gal. 2 ft. @ 3,00; 1 gal. grafts 3 ft. @ 5.00; 
3 gal. 3 to 342 ft. @ 6.00. 


MRS. LUERMANN 


Double imbricated bright red—white markings. 
1 gal. less 1 ft. @ 1.50. 


NAGASAKI 


Large semi-double rose red blotched white. 
1 gal. less 1 ft. @ 1.25; 1 gal. 1 ft. @ 2.50; 1 gal. 2 to 2% ft. @ 4.00; 
3 gal. 3 ft. @ 6.00. 


NOBILLISSIMA 


Double white. 
None for 1948. 


NORMANDIE 


Blush white striped deep rose—peony. 
Woolilittacet.7o: 


OTOME WHITE 


Double white. 
1 gal. 1% ft. @ 1.50. 


PAX 


Large formal double white. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 1 to 1% ft. @ 7.50; 3 gal. 
grafts 3 ft. @ 10.00; 5 gal. grafts 342 ft. @ 12.50. 


PEONIFLORA 


Large white blotched deep pink. 
1 gal. 1% to 2 ft. @ 2.00; 3 gal. 3 ft. @ 5.00. 


PINK BALL 


High centered flesh pink—peony. 
1 gal. less 1 ft. @ 1.50; 1 gal. 1 ft. @ 3.00; 1 gal. grafts 1% ft. @ 
3.50; 3 gal. 3 ft. @ 12.50. 


PINK FINLANDIA 


Large semi-double pink long narrow petals. 
1 gal. grafts 1 ft. @ 6.00. 


PINK HERME 


Double clear pink. 
3 gal. 3 ft. @ 7.50; 3 gal. 3% to 4 ft. @ 10.00. 


‘PINK PERFECTION 


Double shell pink—formal. 
1 gal. 1 ft. @ 1.50; 1 gal. 2 ft. @ 3.00; 3 gal. 3 ft. @ 5.00; 5 gal. 
3'2 ft. @ 7.50. 


PINK POPPY 
Single soft pink. 


1 gal. grafts 1 ft. (@ 5.00; 1 gal. grafts 1% ft. @ 6.00. 


PINK SHELL 


Perfect double brilliant peach blossom pink. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 1% ft. (@ 6.00; 1 gal. grafts 
2 to 2% ft. @ 7.50. 


PINK STAR 


Large semi-double deep pink—star shaped. 
1 gal. less 1 ft. @ 1.50; 1 gal. 1 to 1% ft. @ 2.50; 1 gal. 1% to 2 ft. @ 
3.50. 


POPE PIUS IX 


(Prince Eugene Napoleon) Formal double cherry red. 
1 gal. 1 ft. @ 3.00; 1 gal. grafts 1% ft. @ 3.50; 1 gal. grafts 1% to 2 
ft. @ 4.50; 3 gal. grafts 22 to 3 ft. @ 6.00. 


PRIDE OF ROSEBUD FARM 


Semi-double deep rose pink. 
1 gal. 14% to 2 ft. @ 5.00; 3 gal. 2 ft. @ 6.50. 


PRINCESS BACCIOCHI 


Large carmine red. 


1 gal. 1% to 2 ft. @ 3.00. 


PRINCESS NAGASKIE 


Loose deep rose—white blotches. 
1 gal. grafts 142 to 2 ft. @ 5.00. 


PROF. C. S. SARGENT 


Pompon double dark scarlet. 
1 gal. 1% ft. @ 2.00; 1 gal. 1% to 2 ft. @ 2.50; 3 gal. 3% ft @ 10.00. 


PURITY 


Double pure white. 

1 gal. 1 ft. @ 1.50; 1 gal. 1 to 1% ft. @ 1.75; 1 gal. 1% to 2 ft. @ 2.50; 
1 gal. 2 to 2% ft. @ 3.00; 3 gal. 3 to 3% ft. @ 5.00; 5 gal. 3% to 4 ft. 
@ 7.50. 


QUEEN BESSIE 


Semi-double large wavy white. 
1 gal. 1% to 2 ft. @ 2.00; 3 gal. 2 to 24 ft. @ 2.50. 


RAINESFORD CANTELOU 


Large semi-double bright pink—waxed salmon tinge. 
1 gal. grafts less 1 ft. @ 3.50; 1 gal. grafts 112 ft. (@ 5.00. 


RAINY SUN 


Semi-double deep pink. 
1 gal. less 1 ft. @ 1.00; 3 gal. 32 ft. @ 4.00. 


RED BEAUTY 


Large double deep red. 
1 gal. less 1 ft. @ 1.50. 


RED STAR 


Large semi-double red. 
1 gal. 1% ft. @ 2.00; 1 gal. 2 ft. @ 3.00. 


REGINA DES GIANTES 


Semi-double clear pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 2 to 2% ft. @ 3.50. 


RETICULATA (True) 


Immense wavy rose pink. 
6 in. pots 1 ft. @ 8.00; 6 in. pots 1 to 142 ft. @ 10.00; 8 in. pots 2 to 
22 ft. @ 17.50; Tubs @ 30.00. 


REV. JOHN BENNETT 


Semi-double salmon pink. 
1 gal. 1% to 2 ft. @ 2.50. 


RISING SUN 


Large single crimson. 
1 gal. grafts 142 ft. @ 5.00. 


ROBERT E. LEE 


Irregular semi-double very dark red. 
1 gal. grafts less 1 ft. @ 5.00; 1 gal. grafts 1 ft. @ 6.00. 


REINE DES FLEURS 


Large double vermillion red flaked white. 
1 gal. less 1 ft. @ 1.00. 


ROSE DAWN ( Davis) 


Semi-double blush pink. 
1 gal. grafts 1 ft. @ 4.00; 1 gal. grafts 1% ft. @ 5.00; 1 gal grafts 2 
ft. @ 10.00. 


ROSE QUEEN 


Large imbricated clear pink. 
1 gal. less 1 ft. @ 1.25. 


ROSEA SUPERBA 


Imbricated large double deep pink. 
1 gal. grafts (@ 4.50; 3 gal. 3 ft. @ 7.50. 


SACCO VERA 


Early imbricated light pink. 
1 gal. 1% ft. @ 2.00. 


SALMON BEAUTY 


Semi-double salmon pink. 
1 gal. grafts 1 ft. @ 5.00. 


SALMON QUEEN 


Large double salmon pink. 
1 gal. 1 ft. @ 1.50; 1 gal. 1 to 1% ft. @ 1.75; 1 gal. 2 to 2% ft. @ 
3.00; 3 gal. 3% ft. @ 7.50. 


SARAH FROST 


Large double pink. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% ft. @ 2.00. 


SARA-SA 


Large salmon speckled white. 
1 gal. grafts 1 ft. @ 3.50; 3 gal. 3 to 342 ft. @ 6.50. 


SANKO NISHIKI (Sasanqua) 


Single soft pink. 
1 gal. less 1 ft. @ 1.25. 


SATURNIA 


Semi-double bright rose. 
1 gal. grafts 12 ft. @ 6.00. 


SCARLET O’HARA 


Same as Col. Firey splashed white. 
1 gal. grafts 1 ft. @ 3.50. 


SMILING BEAUTY 


Semi-double delicate pink. 
1 gal. grafts 1 ft. @ 4.50; 1 gal. grafts 142 ft. @ 5.00. 


SNOWBALL 


Large double white tufted center. 
1 gal. 11% to 2 ft. @ 2.50. 


SNOWDRIFT 


Semi-double white—water lily type. 
None for 1948. 


SNOW QUEEN 


Double white. 
3 gal. 2 to 3 ft. @ 5.00. 


SPECIOSA 


Crimson and white. 
1 gal. 1% ft. @ 2.50; 1 gal. 1% to 2 ft. @ 3.50. 


ST. ANDRE 


Very large bright red. 
1 gal. less 1 ft. @ 1.50; 3 gal. 22 to 3 ft. @ 6.00. 


STARDUST 


Double clear rose. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1 to 1% ft. @ 1.75; 1 gal. 1% to 2 ft. 
@ 2.50; 1 gal. 2 to 2% ft. @ 3.50; 3 gal. 3 to 3% ft. @ 5.00. 


SURPRISE 


Pale pink streaked deeper pink—peony. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 142 ft. @ 6.00. 


SWEET DELIGHT 


Large semi-double red—fragrant. 
1 gal. 1 ft. @ 5.00; 5 gal. 3 ft. @ 12.50. 


SYMPHONETTE 


Double bright red. 
1 gal. grafts 1 ft. @ 4.00; 1 gal. grafts 1 to 1% ft. @ 5.00; 3 gal. 
grafts 2 ft. @ 6.00. 


TE DEUM 


Very large double brilliant red—peony. 
1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 1% to 2 ft. @ 6.00; 3 gal. 
grafts 3 to 34 ft. @ 12.50. 


TIARA (May be Tina Gilliard) 


Imbricated orange red. 
1 gal. grafts 1 ft. @ 5.00. 


TINKY LEE 


Large imbricated semi-double pink. 
1 gal. grafts 1 ft. @ 5.00. 


UNCLE SAM 


Large red and white. 
3 gal. 3% ft. @ 7.50. 


VEDRINE 


Large deep red. 
legals Ttt..@ 3:50; 


VICTOR EMANUEL (Blood of China) 


Large deep velvety orange red. 
1 gal. less 1 ft. @ 1.25; 1 gal. 142 to 2 ft. @ 3.50; 3 gal. 3 ft. @ 7.50. 


VILLA DE NANTES 


Imbricated semi-double red, sometimes splashed white—beautiful. 
1 gal. grafts less 1 ft. @ 3.00; 1 gal. grafts 1 ft. @ 5.00; 1 gal. grafts 
1% ft. @ 10.00. 


WAKENOURA RED 


Semi-double rosy red. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% to 2 ft. @ 2.00. 


WAKENOURA PINK 


Semi-double pink. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% ft. @ 2.00. 


WAKENOURA VARIEGATED 


Large single striped red and white. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% ft. @ 2.00. 


WARRATAH 


Pompon—blood red. 
1 gal. less 1 ft. @ 1.00; 1 gal. 1% ft. @ 1.75; 1 gal. 2 to 2% ft. @ 
3.00; 3 gal. 3 to 3% ft. @ 5.00. 


WHITE DOVE (Sasanqua) 


Small double feathery white. 
1 gal. (@ 3.00; 3 gal. 2 to 2’ ft. @ 5.00; Tubs Espalier (@ 15.00. 


WHITE HERME 


Large doubie white. 
1 gal. 1% ft. @ 2.50. 


WILDER! 


Double imbricated rose pink. 
1 gal. less 1 ft. @ 1.25; 1 gal. 2 to 242 ft. @ 3.50. 


WILLIAM S. HASTIE 


Full double dark red. 
1 gal. less 1 ft. @ 1.25; 1 gal. 2 to 24 ft. @ 3.00; 3 gal. 3 ft. @ 4.50. 


Camellias 

Should never be allowed to become dry, 
especially during the summer when new 
buds are forming for the following season’s 
bloom. 

Plant only the same depth in the ground 
they were previously growing in. Make sure 
drainage is good as they cannot stand a soggy 


condition. 


Feeding 


Start feeding immediately following the 


blooming period with at least two or three 
feedings about six weeks apart. An ACID 
food should be used, usually one containing 
cottonseed meal. Directions will be given on 


the package for amounts in application. 
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